Brief comment text:

I have expended a significant amount of time and resources to setup my Meshtastic network on the frequencies use by it here in the U.S.  Any further interference beyond what I already experience would render my equipment and system useless.  I respectfully request that the NextNav application for use be denied.  I am an amateur radio operator and more and more of the bands set for us to use are experiencing more and more interference.
